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WUNDERLICH METAL 


Centre-flowers. 


Steel 


Bit. x Qf. 


No. 820. 


Steel Panels for Circular Centre-flowers 


No. 1100. 2ft. x 2ft. 


Centre-flowers up to Qin. diameter may be fixed 
in this panel. 


No. 821. lft. 5in. x It. Sin. 
Steel Panel to take Centre-flowers up to lin, 
diameter. 
R H | ‘ 


30/8/11, 


CEILINGS 


The Centre-flowers, which we manufacture in embossed steel, give an 
exceptional opportunity for effective ceiling decoration at a very 
moderate cost. They are bold and crisply stamped, and we supply 
them already primed on both surfaces with a coat of the best oil 
paint. They are made in sizes that will work in economically with 

our ceiling materials. 


Ee) 


No. 832. It. Gin. x Ift. Bin. 


These steel panels have been specially designed 


to take circular centre-flowers. We perforate 


each panel so as to allow sufficient ventilation. 


The zine Centre-flowers are supplied either 


separate or fixed in panels complete. We 
advise the use of these panels in all cases, 
as by their employment the awkward cutting 
of the ceiling pattern is avoided. 


Similar design to No. 986 also supplied in the folowing 

sizes — 

No. 985, 4ft. x 4ft. to take Centre-flowers ip to 
4lin. diameter. 

x, Bit, to take Centre-flowers 
28in. diameter. 

No, 988, 2ft. Gin. x 2ft. Gin.,to take Centre-flower: up to 

23in, diameter. 


No. 987, aft, ap to 


No. 986, 3fi. 6in. x 3ft. Gin. 
Centre-flowers up to 33 in. diameter may be fixed in this panel. 


Zinc Centre-flowers 


All these Centre-lowers are perforated, and provide ample ventilation, Though designed for metal, these may 
If desired they can be purchased fixed in panels complete. (See opposite page). 


be readily applied to wood ceilings. 


No. 52. din. No 1094  ldin. No, 54, 16jin. 


No 1096  19fin. 


No. 55. 17fin. No. 1095. 174in. No. 335. 193in. No. 888, 18fin. 


No. 334, 20in. No. 887, 20sin. _ No. 82. 22in, 


his pattern is made with “ Hit or Miss” 
Ventilator Shutter to work from centre key 
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No. 794. 294in. diameter Depth, din. 


Centre-flower of 
similar design 
to No. 71. 
36in. diameter No, 71. 3d4in. diameter. Depth 144in. 
with a depth of 

3 inches only, 


Sectional 


View of No. 71. 


No. 786. 22hin. diimeter, Depth, 6in. 


Sectional View of No, 786. 


No. 582. 22in. diameter. 


\ 


Zinc Centre-flowers 


No. 473 No. 474 

294i. diameter. 

Depth, 9 inches. Depth, 12 inches. 
With rich eusped tracery 


No. 474 
Pendant Centre-flowers suitable for Churches and 
Public Halls 


‘The sectional view of centre portion of Nos, 69 and 76 is shewn with 
| No. 57 on page 7 


Sectional view of Nos, 474 and 473 


a UTI 
No. 69. 30sin. diameter. Depth, 8 inches No. 67. 294in. x 25}in. Oval. Depth, 2 inches No 74, 36in. Diameter. Depth, 24 inches 


Zinc Centre-flowers 


~— 


No. 80, 16d4in. x 12in. 
Oval No. 387. 22in. x 13hin. Oval. 


No. 61 _ i6in. diamete. 
Depth, 8 inches 


Not Perforated 


No. 810. 23hin. x 234in. 


No. 489 4ft. 4in. square. This Centre-panel has a depth of 13 inches 
When used in connection with our 2it. x 2it. panels, a narrower moulding would have t 
be substituted to bring the size down to 4ft. square 


Sectional 
View of No. 792. 


adits 
No, 792, 36in. x 36in. Depth, 44 inches. 


Zinc Centre-flowers. 


No 796. ®lin, x 2lin. Depth, 4 inches. 


No. 81. 294in. diameter. Depth, 6 inches, 


No. 58. 22fin. diameter. Depth, 9 inches 


No, 907. 29in. 


Sectional View of No. 58. 
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No. 57. 174in. diameter. 
Depth, 74 inches. 


This is the centre portion of Centre- 
flowers Nos, 69 and 75, shown 
on page 5. 


Sectional view of No 57. 


No, 1084. 18in. x 18in. 


T entilator will work in with 
ing Panels of similar size. 


No 96. 


No, 599. 


Steel Panel, with Zine Centre-flower, 


2ft. x Qft. 


14gin. x Min. Depth, 7 inches. 


Perforated Zinc Centre-flower, as 
fixed in Panel No. 599, 


No, 56. 


194in x 19gin. 


Embossed Zinc Rosettes and Bosses. 


\ aspen os 
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No. 560. Sjin. No. 561. Gin No, 562. jin. No. 715. 7in No. 340. $fin. 
“3h 
No. 60. I1}in. x 11fin. No 563. 5jin No 564. 6jin. No. 565. 3hin No. 752. 103in. No. 881. lin diameter 


Depth, 4in. No. 520. 16}in. 


\\ Ventilating Panels and Perforated Sheeting of Embossed Zinc. 


| ene é . 
Ventilating Panel No, 89. No, 88. Ventilating Panel. No. 181. Perforated Zinc Sheeting. Supplied in Sheets 42in, x 17in, be 
h This Ventilating Panel is made to order in any size 
We stock the following sizes :— from 18in, x 24in. upwards, The Moulding is counter =8 wee 


sunk ready for screws for fixing. 


Diameter—Ift. in., Ift. 9in., 2ft., 2ft. Sin We stock similar panels stamped in one piece in 
Qf. 6in., 2t. Yin., Bf, Bit. Bin., Bit. Gin, following : No. 180. Perforated Zine Sheeting. 
So. 1158, 123 i 0, 1164, 24in. x 19in, 7" ; ae, ‘ 
Ring Mdulding» withoné Perforated Vent EE TOR ee Same pattern as perforated portion of Ventilating Panel No, 88 
Vanel supplied in above sizes. the two lesser sizes with smaller Moulding. Supplied in sheets 42in. x I7in. 


